


May 22, 1992 


TO: J.A. MILLER LORRAINE 

R.J. O'ROURKE LISA 

BETSY DAVE 

STEVE 

RE: DRUG FAIR SURVEY 


J.H. CASEY 
Division Sales Manager 

400 Raritan Center Parkway 
Raritan Center 
Edison, NJ 08837 
908-225-3050 
Fax:908-417-9076 


Dear Managers and Sales Reps: 

Please complete the following survey for all Drug Fair stores: 

L Drug Fair store number - 

2. Size of current overhead on location: 

4 FT. 6 FT. 8 FT. 

Are the legs on the overhead to the inside or outside of the overhead? 

3. What size Doral Savings Center do you have on location, if any? 

Was the unit removed recently? 

4. What is the best selling generic or sub-generic in your Drug Fair store? 

5. Does this store have the grey decor? 


“We work for smokers.” 


Source: https://www.industrydocuments.ucsf.edu/docs/slcy0000 


51850 2217 


